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‘“Toledo”’ ; 
Moen No; 00 Ratchet Threading Device 


A small compact ratchet_ threader. Operates very easily. 
Reaches e corner job. ies changed instantly. Produces 
tapered threads. Ratchet lists at $3.00; 44, 34, or %-inch die 
heads with dies, each $3.00; 34 or 34-inch die eads. with dies, 
each $3.50. Any combination can be ordered. Shipping weight, 
complete tool, 10 pounds. 


No. 00—Cap. % to % inch, incl. List Price......... ..+-919.00 


‘°Toledo” No. 11 Ratchet Threading Device 


This tool is similar in design to the No. 00 except somewhat 
larger. Threads pipe very easily. Produces pertectly tapered 
threads. Permits the operator to reach the corner jobs. No. 11 
list price: Ratchet, $4.00; 4, %, |. or 114-inch die heads: with 
dies, each $5.00. Shipping weight, complete, 14 pounds. 


No. 11]—Cap. % to 1% inch, incl. List Price............ $24.00 


‘‘Toledo’’ No. 30-No. 31 3-Way Threading 


Device 


One of the lightest, smallest, and easiest to operate of 3-way 
threading tools. No. 30 weighs 434 pounds, No. 31 but 7 pounds. 
Dies all ‘‘on center” and can be resharpened or replaced at slight 
cost. Extra dies, one set each %, 14 or %-inch, list price $2.00 each. 
One set I-inch dies No. 31, list price $2.50 each. 


No. 30—Cap. % to % inch, incl. List Price............. $15.00 
No. 31—Cap. 14 to | inch, incl. List Price............-$18.00 


‘“‘Toledo’’ No. 0 Adj. Threading Device 


e 


A very compact, efficient tool. Net weight 8 pounds. Adjust- 
able for cutting over or under size as well as standard threads. 
One set of dies threads 4 inch, another set }{ and % inch, and the 
third set 44 and & inch. List price, 4% inch, {x% inch, 4x% 


inch extra dies, righthand, per set $2.50. Shipping weight 
11 pounds. : 


No. 0—Cap. % to % inch, incl. List Price 


‘Toledo’? No. 1 Adj. Threading Device 


Known for years for its ease of operation. A boy cam cata 
2-inch thread with it. Adjustable for cutting over or undenm 
threads as well as standard. Made either in right hand or let 
hand. Neither tool will do both. Shipping weight 23 pounds, 


No. I—Cap. I to 2 inch, incl. List Price.....eesesereees 4.0 


‘‘Toledo’’ No. 1A Adj. Rat. Threading 


Device 


i : : Very desirable 
Like the No. | except equipped with a ratchet. ; 
tor ark oa Ieee uarters. An easy 0 rahing and Pop 
inch threading tool. Made either in mght han fe eft hand, 

tool will do both. Shipping weight 28 pounds. 


; : 0.0 
No. 1A—Cap. | to 2 inch, incl. List Price....sseeeseee 3 


‘Toledo’? No. 10-No. 10A Adj. Threading 


Device 


; : ne xt 
These tools thread all sizes from | to : inches with en 
dies. | Adjustment ie positive ood tith ratchet. Shon Ti 
: : equip eden # 
Ne 10° 25 Souriday Nos I0A, 33 pounds. List price ” 
hand dies $2.75 per set. . gn) 


1 to 2inch, incl. List Price...+++0+""""" gl 
Ne: 1p: 1 te 2 inch, incl. List Price.----** 


‘¢Toledo’’ No. 114R Adj. Rat. Threading 


Device 


Operates with a ratchet only. 
8-pitch threads, capacity 2% to3 ioe ine 
1134 pitch threads on 2.2 ery Shi 
tool will not cut standard threads. 


“144R—Cap. 24, 3 inch. _ List Price. e070 see 
Ne. OR Cap. 5% ¥%,3inch, List Price 
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“Toledo’’ No. 2 Geared Adj. Threading 


Device 


A boy can operate this tool. anywhere and easily cut 


the thread. Net weight as lifted on the pipe 52 pounds. . 


A very popular tool of this size: Shipping weight 98 
pounds. List price, 214, 3, 314 or 4-inch dies per set, $8.00. 
No. 2—Cap. 24 to 4 inch, incl. List Price. . . .$100.00 


“Toledo”? No.’ 214 Geared Adj. Threading 


Device 


a List price, 414, 5 and 6-inch dies: per set, 


No. 2}4—Cap. 414 to 6 inch, incl List Price. . .$200.00 


“Toledo”? No. 3 Geared Adj. Threading 
Device | 


An unusually light, compact, and easy. operating tool 
or these sizes. Strictly a one man tool that can 
operated most anywhere. Shipping weight, 245 pounds. 
List price, 414, 5, 6, 7 or 8-inch dies, per set, $12.00. 


No. 3—Cap. 414 to 8 inch, incl. List Price. . $300.00 


7 ‘“‘Toledo’’ No. 4 
Geared Adj. Threading Device 


= — 


A remarkable tool. Can be put on the pipe anywhere 
by two men, after which one man can cut the thread. 
Shipping weight 400 pounds. List price, 9, 10, or 12-inch 
dies, per set, $20.00. : ; : 
No. 4—Cap..9 to 12 inch, incl. List Price...... $500.00 


“Toledo”? No. 25 Geared Adj. Threading 
Device 


This tool threads all sizes within its capacity with one 
set of dies. Sharp dies are necessary, hence an extra set 
is supplied, so there may be aleays a sharp set on hand.’ 
Adjustment is positive, easily and quickly accomplished. 
Long barrel bushings make it easy to center on the pipe. 
Shipping weight 231 pounds. Extra dies per set of five’ 
segments, list. price $8.00. ee 

No. 25—Cap. 234 to 6 inch, incl... List Price. . .$230.00 


Sie wi 
At i 
; . 
bs ot : wy WE - 
a : St : SS 
Nv t 
{ a , 
s “ e bf é 
Cr) aes le ae . eects 
‘wert _ SE 


-This tool is designed for Power Drive operation only. 
A: |-inch pipe threaded in 11 seconds, 2-inch pipe in 0 
seconds. Also permits the use of the ‘‘Vosper’”’ Pipe 
Cutter for cutting off pipe from }4 to 2 inches. Fur- 
nishes the means for using any ordinary die stock for 
threading 14 and %-inch pipe by the Power Drive. 

hipping weight, 42 pounds. Uses same dies as No. 1 
and No. IA. 


No. 100—Cap. | to 2 inch, incl. List Price... . $60.00 


1928 


Cuts pipe off 


burr. Self-feeding an 
heavy cuts. Shipping weight 17 pounds. 


Vosper Pipe Cutter—Cap. ¥é to 2 inch. List Price, 


$16.00 
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d knives are adjustable for light or 


‘Toledo’? No. 40 Automatic Pipe Cutter 
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This new tool is so designed and constructed that it 1s 
an exceptionally efficient and desirable pipe cutter for 
cutting 2 to 4-inch pipe. The knives are fed automati- 
cally and produce a straight, square-end cut without 
burr, and bevel the edge of the-pipe if desired. Positive 
in action, very simple in operation. Ratchet handle not 
furnished with tool unless ordered special, and is same 


as used with No. 2 Threading Device: List price, $7.00. 


Operated by ratchet handle or a ‘“Toledo’’ Power 
Drive. : Net weight but 60 pounds. Shipping weight 75 


pounds. 


No. 40 Pipe Cutter—Cap. 2 to 4 inch. List Price, 


$60.00 


‘“‘Toledo’’ Geared Pipe Cutters 


These portable hand-operated tools are very efficient 
for cutting off the ek ba sizes of pipe. Four knives, fed 
wheels, cut the pipe off true and 


burr. Mey. be 
handle or the ‘*Toledo’’ Power a asia i 


by hand-operated fe 


square without 


Pipe Cutters 


No. 250—Complete 
No. 300—Complete 
No. 350—Complete 
No. 400—Complete 
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Capacity| Shipping 
Inches 


Weight, 


Pounds 


y ratchet 


List 


Price 


$80 .00 


105 .00 


‘*Toledo” 
Ratchet Boring Tool 


Bores holes through joists and other timber 

of buildings for running pipe or conduit 

- Leaves a neat, workman-like job and operates 
very rapidly. A great labor saver. 


List Price Boring Tool only, without bits. $15.00 
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Net Price...$9.0 
214-inch Solid Bit—Net Pricénig2a'cebeaisaes 6.00 
2 


-inch Solid Bit—Net Price. ........+..080 4H 
114-inch Solid Bit—Net Pelee s5.0ccestgannecdee 20 
I 


-inch Solid Bit—Net Price.........+: tea 2.00 


“Toledo”? Portable Work Benches 


A very high grade and de- | oe 
sirable portable work bench. 
Made of steel and malleable 
ron throughout. By actual 
tests the No. 5 has carried 
loads of over 4000 pounds. 
Very rigid and is not bolted 
to the floor. Table top bored 
for various makes of vises 
and attachments. Legs can 
be easily disassembled and — 
reassembled in a few mo- 
ments. Any length table top can be fur- 
nished on special order. Quotations on 
request. No. 9 is fitted with a specially 
designed chain vise for holding 41% to 
12-inch pipe. Table top is 4 feet long 


ee SS ea RO 
No. 4 Bench for vise to hold up to 2-inch pipe: $000 B 


No. 5 Bench for vise to hold up to 44-inch pipe. 
No. 9 Bench aed vise to hold 4% to |2-inch 125.0 10 
3.5 
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“Toledo” Vise Mout! 


cost. 
holding long 


No. 0 Vise Mount for vise to hold up t 
No. I Vise Mount for vise to hold up t 
No. 2 Vise Mount for vise to hold up 

Roller Support......-+::::+2 
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**Toledo’’ Pipe Vises 


Acknowledged by users as one of the 
best pipe vises on the market. Hold tight - 
anything that will go inside the self-center- 
ing jaws. Will not crush pipe nor mar pipe 
with polished surface. Hold absolutely 
tight. Hardened steel jaws may be re- 
turned to the factory when dull and recut 
at cost. Very economical vises. = 


No. 1—Cap. % to 21% inch, incl. List Price... .$10.00 
No. 2—Cap. 14 to 414 inch, incl. List Price... .$20.00 


“‘Toledo”’ No. 1000M Pipe Machine 


A very rapid, efficient, and desirable pipe machine for 
cutting, threading and reaming .%4 to 2-inch pipe. 
14-inch pipe threaded in 13 seconds: !-inch in 16 seconds, 
2-inch in 30 seconds. 14-inch pipe cut off in 8 seconds, 
l-inch in 10 seconds; 2-inch in 15 seconds. Die heads 
changed instantly from one size to another. 
reanied while thread is cut and chamfered as it is cut 
off. Instant change from cutting to threading or vice 
versa. 


Dies are easily removed from heads for resharpening 
or replacement, and are very reasonably priced. An 
oil pump assures a constant flow of oil on dies, Universal 
motor can be connected to any lamp socket on any 110- 
volt D. C. or A. C. current up to 60 cycle. Can also be 
furnished with A. C. motor or D. C. motor for 110 volts. 


The machine is portable and weighs but 460 pounds. 

cupies very little space. Will produce nipples 3 inches 
Jong or longer. Nipple jaws for cutting close nipples can 
\be furnished on special order. 


_ Aspecial pipe support for holding long lengths of pipe 
is furnished with each machine. Postcard accompanying 
‘each machine entitles purchaser to an extra complete 
set of dies without charge. One of the fastest, easiest 
‘operating most productive 4. to 2-inch pipe machines 
on the market. 


' No, 1000M—Cap. }4 to 2 inch, incl. meena 


tList Price 50.00 
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‘‘Toledo’’? Power Drives operate hand-threading and 
cutting tools and increase their efficiency many times. 
sn used on hoisting machines and turning sheet metal 
rolis, etc. 

The STANDARD Drives are equipped with 114 H. P. 
motors either A. C. or D. C. Fitted with 2-speed trans- 
mission gearing. Motor started and stopped by a special 
lever-acting switch. 

The UNIVERSAL Power Drive is similar to the ~ 
standard except equipped with % H. P. universal motor 
that can be connected to an ordinary lamp socket and 
operated on any 110-volt current, either A. C. or D. C. 
Variable speed automatically slowing down on heavy 
loads and speeding up on the light work assures maximum 
efficiency. Reversible, and at the completion of the 
thread, a turn of the switch, and dies are quickly backed 
off the completed thread. - . 

Both drives are strictly portable, easily moved about 
on strong wire wheels. Furnished with 20 feet of flexible 
cable. No change is required in threading or cutting 
pee as the Drive merely takes the place of the ratchet. 

andle. ‘ 


F Net | Shipping 
Power Drive List Weight, | Weight, 
Price | Pounds | Pounds 


With A. C. Motor, 60 Cycle, S. P...|$600.00 | 230 325 
With A. C. Motor, 50 Cycle, S. P 600.00 | . 230 325 
-C, le, S. P 
C S. 
D.C. 


Permits the ‘use of the smaller tools with the “TO- 
LEDO” UNIVERSAL Power Drive for cutting and 
threading 14 to 2-inch pipe. Light weight, compact. 
No vise is required. Cutting. or threading tool is put 
on the pipe, which is held in the chuck as illustrated. 
Current is turned on and the pipe quickly cut off or 
threaded. Tool remains stationary and pipe revolves. 
A turn of the switch, motor is reversed and dies quickly 
backed off the completed thread. Net weight, but 60 
pounds. Very efficient. 


Power Drive Helper. List Price.............. $150.00 


f 
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